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FOREWORD 


Afier years of persistent and painstaking experiment 
in search of an ideal artificial light, we have developed 
and present herein our SUNRAY Commercial Lighting 
Unit, combining beauty and efficiency to a degree here- 
tofore unsurpassed. 

Working on the principle of diffusion, we have so 
designed the Lantern of this Unit that it is scientifically 
moulded to control the distribution of the rays of light, 
allowing the necessary quantity only for illumination of 
the walls and ceilings, and concentrating a flood of pure, 
soft light downward to the working planes. This is 
accomplished without a suggestion of objectionable 
glare, and with a consequent absence of shadows, an 
illuminating quality which is secured through the method 
of producing SUNRAY Glass. This glass is made with a 
clear body on which is fused a thin coating of Translucent 
White. The result is a strong glass body which diffuses 
without absorbing or subduing the light. Neither the 
lamp nor its filament can be seen through this glass, yet 
its body is such that fine print, if pressed against the 
inside of the globe or lantern, may be read through the 
glass from the outside. By comparing this quality with 
that of glass-ware so made as to hide the lamp or its 
filament through its density of body, and which holds 
and subjugates the light instead of diffusing it, a very 
definite idea of the economic value of SUNRAY Units may 
be secured. | 

SunrAY Globes or Lanterns constructed in one piece 
exclude practically all dust and dirt and thereby elim- 
inate the loss of efficiency and other evils attending the 
use of any open bowl style of unit. This Lantern, com- 
bined with the unusual mountings shown, cannot fail to 
appeal to one’s sense of the artistic, while it, at the same 
time, fulfills all the requirements of good lighting. 


DESIGNED AND MANUFACTURED 
By 


The Bailey-Reynolds Chandelier Co. 


Kansas City, Mo. 
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A Few of the Many Excellent Features of 
SUNRAY Commercial Lighting Units 


1. Sunray UNIiTs are efficient. When we say this we 
propose to claim for these units that they will give the 
most nearly perfect and greatest possible distribution of 
light consistent with lighting current consumed. 


2. SunrAy UNITS are continuously efficient. These 
units are so made as to offer small opportunity for the 
accumulation of dust and dirt. Continued usage, there- 
fore, will not greatly decrease their light distributing 
efficiency and they are thus more than ordinarily econom- 
ical. This feature of SUNRAY UNITS should be remembered 
always. 


3. SuNRAY UNITs are pleasing in appearance and have 
excellent decorative values. It will be noted they are 
made in types ranging from plain to decorative and may 
_be purchased, therefore, at prices and in patterns suitable 
for any lighting scheme no matter how simple or how 
elaborate. 


4. Sunray UNITS are suitable for Churches, Schools, 
Assembly. Halls, Courthouses, Stores, Theatres, in fact 
any building of public or semi-public nature. 


Note: In many buildings where SUNRAY Commercial 
Lighting Units may be used advantageously at certain 
points, there may be at other points a need for fixtures 
of different and more elaborate nature. In this event, 
we will be pleased to submit special designs or other 
advertising matter on request. 


The Bailey-Reynolds Chandelier ie: 


Designers and Manufacturers of 


FINE LIGHTING FIXTURES : 
Kansas City, Mo. 
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Type C-100—75 or 100-Watt Size. 
LANTERN: § 8x4,-Medium: Socket = sneer eee 


Type C-101—100 or 150-Watt Size. 
LANTERN 10x5, Medium Socket 32-222... 


Type C-102—150 or 200-Watt Size. 
LANTERN ‘12x6, Medium Socket. 


Type C-103—300 or 400-Watt Size. 
LANTERN 14x8, Mogul Socket 2....-.2-cccmeueneee 


Type C-104—400 or 500-Watt Size. 
LANTERN 16x8, Mogul Socket.2. ee 


Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Russet Bronze. 
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Type P-105—75 or 100-Watt Size. 


LANTERN, 6x4, Medium Socket... 2"... aos. $11.90 
Type P-106—100 or 150-Watt Size. 

MANTERN 10x5. Medium Socket... 14.50 
Type P-107—150 or 200-Watt Size. 

Peerennn) 2x0. Medium -oocket:s. 52 os sone 18.80 
Type P-108—300 or 400-Watt Size. 

PeAnTERN © 14x65, Mogul SocK et. 0 on ecereensercecenen—- Poo) 
Type P-109—400 or 500-Watt Size. 

LANTERN 16x8, Mogul Socket.............-cece-eeseee-eo--nee- 27 .50 

M; Wired, Assembled and Boxed, F. O. B. Kansas City, Mo. 


. Finish—Russet Bronze. 
q 48 Inches Long Over All. 
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Type C-110—75 or 100-Watt Size. 
LANTERN, 8x4, Medium Socket... eee $12.00 


Type C-111—100 or 150-Watt Size. 
LANTERN: -10x4;Mediunt Sotket.2.2 ee 15.00 


Type C-112—150 or 200-Watt Size. 
LANTERN ~ 12x6, Medium Socket... 20.00 


Type C-113—300 or 400-Watt Size. 
LANTERN 14x8, Mogul Socket!..........2_ 25.00 


Type C-114—400 or 500-Watt Size. 
LANTERN |16x8, Mogul Socket0 2. ee 


Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Russet Bronze. 
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TYPE P-115—75 or 100-Watt Size. 
LANTERN 8x4, Medium Socket...............-.---0--s+--0-0--2--- $15.80 


TYPE P-1 16—100 or 150-Watt Size. 
LANTERN 10x5, Medium Socket. _........-..-c-c-c---es----=-+ 18.80 


Type P-117—150 or 200-Watt Size. 
LANTERN 12x6, Medium Socket.—...--..-.....-.....:-------- 22.50 


Type P-118—300 or 400-Watt Size. 
LANTERN 14x8, Mogul Socket.......--0----cne+o---cescsseeesoe* L730 


Type P-119—400 or 500-Watt Size. 
E LANTERN 16x8, Mogul Socket... ....-2.-:o--200-----s-eeeo00s00" 31.50 


Wired, Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Russet Bronze. 
Length 48 Inches Over All. 
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Type C-120—75 or 100-Watt Size. 
LANTERN 8x4; Medium Socket... 3.2: 23 eee $13.50 


Type C-121—100 or 150-Watt Size. 
LANTERN 10x5, Medium Socket. -...-2.- 4 .-c.cscs-nuees 16.75 


Type C-122—150 or 200-Watt Size. 
LANTERN 12x6, Medium Socket —_.22------------s-eeeeoo--e 2238 


Type C-123—300 or 400-Watt Size. 
LANTERN 14x8, Mogul Socket.............. ARON ere 28.50 


Type C-124—400 or 500-Watt Size. 
LANTERN’ 16x8, Mogul Socket 


Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Government Bronze with Antique Gold. 
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Type P-125—75 or 100-Watt Size. 


LANTERN 8x4, Medium Srolet wee. a7 te xt a2 be 
Type P-126—100 or 150-Watt Size. 

LANTERN 10x5, Medium Socket. .....-..-.-.2-0-e+e-cese-0-+= 23250 
Type P-127—150 or 200-Watt Size. 

LANTERN 12x6, Medium Socket.........--.------0ecec--0------ 30.00 
Type P-128—300 or 400-Watt Size. 

BANTERN G2! 4x8, Mogul Seckete. 2-2 = 35.00 
Type P-129—400 or 500-Watt Size. 

DANTERN. LOS Mogul sockets: 0) eo ae 39.00 


Wired, Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Government Bronze with Antique Gold. 
Length 48 Inches Over All. 
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Type P-130—150 or 200-Watt Size. 
LANTERN 12x6, Medium Socket.........----2--c:c-c-s-ce-ee---e- $ 


Type P-131—300 or 400-Watt Size. 
LANTERN 14x8, Mogul Socket: ...2---ccccccececteceseeceeceeee 


Type P-132—400 or 500-Watt Size. 
LANTERN 16x8, Mogul Socket ........-.-.-c---sceceeeeceeesee-e! 
Wired, Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Government Bronze with Antique Gold. 
Length 48 Inches Over All 


“4 
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Type P-133—300 or 400-Watt Size. 


See-ANTERN -14x8)!Mogpul Socket 2... nae $60.00 
Type P-134—400 or 500-Watt Size. ‘ 
Renrenh A6x8 Mogul Socket... 64.00 


Wired, Assembled and Boxed, F. O. B. Kansas City, Mo. 


; Finish—Government Bronze with Antique Gold. 
4 Length 72 Inches Over All. 
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Type P-136—300 or 400-Watt Size. 


LANTERN 14x8, Mogul Socket... veer 60.00 
Type P-137—400 or 500-Watt Size. 
LANTERN 16x8, Mogul Socket................. 64.00 


Wired, Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Government Bronze with Antique Gold. 
Length 48 Inches Over All. 
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Type P-138—300 or 400-Watt Size. 


LANTERN 14x8, Mogul Socket...........-.--..--.0c---ce-e------ $65 .00 
Type P-139—400 or 500-Watt Size. 
4 LANTERN 16x8. we Paer gE 3) ae ee 69.00 
4 | Wired, Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Government Bronze with Antique Gold. 
Length 72 Inches Over All. 
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Type C-140—300 or 400-Watt Size. 
LANTERN 14x8, Mogul Socket 2.2.00 eoeeeseeeeeeee $58.50 


Type C-141—400 or 500-Watt Size. 
LANTERN 16x8, Mogul Socket 


Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Government Bronze with Antique Gold. 
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e Type P-142—300 or 400-Watt Size. 
i ~ LANTERN 14x8, Mogul Socket 1........-.---------------------- $110.00 
Type P-143—400 or 500-Watt Size. 
LANTERN 16x8, Mogul Socket.....-.---------------------" 116.50 


Wired, Assembled and Boxed, F. O. B. Kansas City, Mo. 
es 


~ 


Finish—Government Bronze with Antique Gold. 
Length 60 Inches Over All. 
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Type P-144 300 or 400-Watt Size. 


LANTERN 14x8, Mogul Socket ...----------cecseccseeeoneeeooee $49.50 
Type P-145—400 or 500-Watt Size. 
LANTERN 16x8, Mogul Sockete..-----c-cc--oecoe2------o-- 53.50 


Wired, Assembled and Boxed, F. O. B. Kansas City, Mo. 


? 


Finish—Statuary Bronze with Antique Gold. 
Length 60 Inches Over All. 
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A 
Type P-146—300 or 400-Watt Size. 


Pasrenm) 14x8, Mogul Socket ..0.2--.--.....- $120.00 
Type P-147—400 or 500-Watt Size. 
LANTERN 16x8, Mogul Socket...........-----------0-+-0------- 124.00 


Wired, Assembled and Boxed, F. O. B. Kansas City, Mo. 


5 

Z 
Finish—Government Bronze with Antique Gold. 
A Length 72 Inches Over All. 
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Type C-148—150 or 200-Watt Size. 
LANTERN °12x6, Medium Socket... 4 ae $37.40 


Type C-149—300 or 400-Watt Size. 
LANTERN’  14x8,-Moegul: Socket... 203) ee 45.00 


Type C-150—400 or 500-Watt Size. 
LANTERN 16x8, Mogul. Socket:. 1.2. 50.00 


Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Government Bronze with Antique Gold. 
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_ Type P-151—150 or 200-Watt Size. 
; PeNMIERN 12x60, Medium Socket. c..-....--cccaencene--0e- $70.00 
__ Type P-152—300 or 400-Watt Size. 
} LANTERN 14x8, Mogul Socket........22.2222-.-.---000-e---- 85.00 
_ Type P-153—400 or 500-Watt Size. 

feameeN 16x8, Mogul Socket .00 ooo. ea eneeenee ee 90.00 


Wired, Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Government Bronze with Antique Gold. 
Length 72 Inches Over All. 
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Type P-154—75 or 100-Watt Size. 


LANTERN 8x4, Medium Socket...) $14.40 
Type P-155—100 or 150-Watt Size. 

LANTERN’ 10x5, Medium Socket...................-----.------ 17.00 
Type P-156—150 or 200-Watt Size. 

LANTERN’ 12x6,’ Medium. Socket...) . es) eee 21.30 
Type P-157—300 or 400-Watt Size. 

LANTERN 14x8, Mogul Socket .....-cc-c-ccc-c-cecceeeceenenee 26.00 
Type P-158—400 or 500-Watt Size. 

LANTERN -16x8, Mogul Socket .....222.-------ccesecceceorerenee 30.00 


Wired, Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Russet Bronze. 
Length 48 Inches Over All. 


x 
s 
? 
z 
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Type B-159. 
LEN ESSUS 2 USI oe, Se a eel $33.50 





Type B-160. 
ou SSCS GS 28 La A $13.50 





Type B-161. 
CE et ie ee $13.50 


Wired, Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Government Bronze with Antique Gold. 
If Canopy Switch is Desired, Add $2.50. 
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Type B-162—100 or 150-Watt Size. 
LANTERN: 8x4, Medium Socket. 2 oe eee $42.50 





on ay 











Type B-163—100 or 150-Watt Size. 
LANTERN 8x4, Medium Socket... ------------ee- $19.50 


Wired, Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Government Bronze with Antique Gold. 


If Canopy Switch is Desired, Add $2.50. 
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\ 

Seer oe Ot oT AMClEP a ree at $10.00 
Finish—Government Bronze with Antique Gold. 
Mert G 5-5 -L ametehn ent cia $4.00 
Finish—Government Bronze with Antique Gold. 










Serene rt). | arrieter 6 ek ek $3.00 
0 TEIET I BSES LUG YEN [1 2 = pare A 3.30 
OORT SERS BYE e115 See 3.60 


Finish—Statuary Bronze. 
Assembled and Boxed, F. O. B. Kansas City, Mo. 


If Chain Pull Switch is Desired, Add $3.00. 
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Type B-169—18” Section—Two Lights. ...02..----eeeeeceeeeee- $18.00 
Type B-170—24” Section—Three Lights._.....-------------- 24.00 
Type B-171—30” Section—Three Lights...........--.--------- 27.00 
Type B-17114—36"” Section—Four Lights.......--..--------- 33.00 


Wired, Assembled and Boxed, F. O B. Kansas City, Mo. 


SPECT PICA LIONS: 
Made of Sheet Steel. 
Outside Finish—Black. 
Inside Finish—Aluminum Bronze. 
Reflectors of Mirrored Gise 
Chain Pull Sockets—Standard Base. 
Ground Glass Diffusion Plate. 
Removable Latched Cover. 


For use with 25, 40, 50, or 60-Watt Lamps. 


Write for Quotations on Special Lengths and Designs. 


Note: This Trough Light Provides Ideal Illumination 
for Bank Screens, Teller’s Cages, Cashier's Windows, Book- 
keeper's Desks, Etc. Gives Wide Diffusion with no Glare in 
the Eyes. 
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Concentrating Type 


Repetto > -Watt size. $3.50 
EN cel J Sm 7 = WALL SIZE. oie ae can ect lceee oh eectctnee ails 3.80 
Bee GH1/4—1(0-Wattl Size. es 4.50 





Diffusing Type 


EO SSS 1 0 ET 2 cn) + a $3.50 
Rrra 7 —— 7 DWV AEE, SIZ Ca caesarean 3.80 
ee J = WATE SIZE eon oaks caer in lnccndaw oct 4.50 





Type C-178—With 6” Opal Glass Shade...........-.---------------- $2.70 
J 
Type C-179—With 7” Opal Glass Shade...........-..-.-------------- 3.00 
Type C-180—With 8” Opal Glass Shade...........------------------ 3.30 


4 
4 
. 


Assembled and Boxed, F. O. B. Kansas City, Mo. 


Finish—Russet Bronze. 
If Chain Pull Switch is Desired, Add $3.00. 
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‘Type €2181—100-Watt:Sizew 2) es Se 
hype C-182—200- Watt: Sizesc on ee ee ee 16.00 





Type C-184—Mogul Base Socket ...........-..2--ecc--eseneeeeeeneeeeee 13723 


Length 134%4"—Diameter 12". 





Length 9’’—Diameter 6’. 


Standard Finish—White Enamel. 
Assembled and Boxed, F. O. B. Kansas City, Mo. 


For Use in Factories, Gymnasiums, or any Place 
Where Lamp Protection is Desired. 


Engineering Data and Simple Rules 
Governing SUNRAY Installations 


WATTAGE REQUIREMENTS. 


One watt per square foot of floor space under normal con- 
ditions will give ideal illumination. 


Where unusually intense light is required, such as in cloth- 


ing stores, automobile show-rooms, drafting rooms, etc., use 


as high as one and one-half watts per square foot. 


These are but average specifications and are affected by 
conditions encountered on the job. For instance, dark ceilings, 
walls and woodwork absorb light to an astonishing degree. 
The lighting salesman should lay great stress on this point 
with his customer and should try to influence him in favor of 
a light color scheme for his decorations. 


MOUNTING HEIGHTS. 


We strongly recommend Pendant SuNRAY Units should 
hang 9 feet from the floor. 

Ceiling SUNRAY Units should not be used on a ceiling higher 
than 12 feet. 


CLEANING. 


All Sunray Lanterns are held by set-screws in the holders. 
Turn set-screws back until lantern is released. Remove 
lantern, leaving the lamp in its socket. 

SUNRAY Glass having a highly polished surface may be 
easily cleaned with a dry cloth. Water need only be applied 
to remove grease. 


Wipe off lamp before replacing lantern. 


SWITCH CONTROL. 


Do not put a switch in any unit when it can be avoided. 
Switches hanging from a fixture are both detrimental to its 
appearance and injurious to its service. 


DESIGNING AND ENGINEERING SERVICE. 


Send your lighting problems to us and our Engineering 
Department will use every effort to solve them to your best 
advantage. 


Where special fixtures are required, if you will submit plans 
and specifications, our Designing Department will develop 
and submit designs consistent with the Architectural and 
decorative requirements of the building under consideration. 


* * * * * 
Note: Lamps, whether shown or not, are not included in any 


of our price quotations. If specified however they will be sup- 
plied extra at current prices. — 
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